82 Squankum Road 
Howell:, New Jersey 07731 
February 17, 1976 


Mr. Harold Wei s berg- 
Route 12 

Frederick, Maryland 21701 
Dear Harold: 

The attached is the most recent letter from the DLI. 

Somehow, I can not really believe that of all the military 
installations across the United States, Rankin came upon 
that particular one, solely by chance. There is no reason 
why he should had even had cause to know of its existance, 
save that the FBI or the Military brought it to his attent- 
ion. Certainly there would be no other basis for asstiming 
that LHO had any connection with that installation. Yet, 
the Army which first indicated that such records did exist, 
and that is how 1 interpreted their letters, now says that 
none do. So what else can be done? 

Another little note. LHOs USMC medical file ( 19E593, 
Donabedian Exhibit 1 ) shows that LHO was of blood group A. 
However, the statement of Bertha Lozano, R.N., ( 21E215 
Price Exhibit 20 ) tells us that in the Parkland O.R., LHO 
was apparently pumped full of O negative. A neat way to 
insure success if the gunshot wound proved not to be terminal 
right? 


Sincerely, 



Emory L Brown, Jr. 



